To:  Chris  Ruhl[rule. christopher@epa.gov] 

From:  Wagner,  Christine 

Sent:  Thur  8/13/2015  3:07:29  PM 

Subject:  Fwd:  Gold  King  Mine  - surface  water  summary 

Chris 

This  has  been  approved  by  R6  and  AC  EU.  It  has  gone  to  HQ  for  final  release 

Should  I contact  someone  at  OEM? 

Thanks 

Chris 


Begin  forwarded  message: 


From:  "McKean,  Deborah"  <mckean.deborah@,epa.gov> 

Date:  August  13,  2015  at  9:03:52  AM  MDT 

To:  "Rauscher,  Jon"  < Rauscher.  Jon@,epa.gov>.  "Ruhl,  Christopher" 

<Ruhl .Chri stopher@epa.gov>.  "Crossland,  Ronnie"  <Crossland.Ronnie@epa.gov>. 
"Foster,  Althea"  <Foster.  Althea@epa.gov>.  "Loesel,  Matthew" 

<loesel ,matthew@epa. gov>.  "Smith,  Terry"  <Smith.Terrv@epa.gov>.  "Wagner,  Christine" 
< W agner.Chri  stine@,epa. gov>.  "Garcia,  David"  <Garcia.David@epa.gov> 

Subject:  RE:  Gold  King  Mine  - surface  water  summary 


Excellent  - perfect  (from  my  perspective). 


From:  Rauscher,  Jon 

Sent:  Thursday,  August  13,  2015  9:02  AM 

To:  McKean,  Deborah;  Ruhl,  Christopher;  Crossland,  Ronnie;  Foster,  Althea;  Loesel, 
Matthew;  Smith,  Terry;  Wagner,  Christine;  Garcia,  David 
Subject:  Gold  King  Mine  - surface  water  summary 


NMED  approved  for  this  statement  at  9:55  AM  per  David  Garcia. 
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